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ACTION TRSE-00 

INFO OCT-01 EA-11 ADP-00 NEA-10 IO-13 AID-20 EB-11 NSC-10 

RSC-01 CIEP-02 SS-15 STR-08 OMB-01 CEA-02 CIAE-00 

COME-OO FRB-02 INR-10 NSAE-00 XMB-07 OPIC-12 LAB-06 

SIL-01 SCI-06 INT-08 L-03 H-03 RSR-01 /164W 

095218 

R 160839Z IUL 73 
FM AMEMBASSY SEOUL 
TO AMEMBASSY MANILA 
INFO SECSTATE WASHDC 8925 


LIMITED OFFICIAL USE SEOUL 461 1 

FOR USADB 

E.O. 11652: N/A 
TAGS: EAID, EFIN, KS 

SUBJECT: ADB METROPOLITAN WATER INTAKE PROJECT AND 
U.S. PROCUREMENT 

REF: MANILA 7934 

1. FLYNN HAD DEPARTED SEOUL PRIOR TO RECEIPT OF 
REFTEL: HOWEVER, WE ASSISTED FLYNN IN CONTACTS WITH 
MINISTRY OF NATIONAL CONSTRUCTION AND ECONOMIC 
PLANNING BOARD. 

2. HE WAS WELL RECEIVED AT MONC BUT, IN COURSE OF 
TWO-HOUR DISCUSSION WITH CHU, WOL DONG, CHIEF, AND 
PARK, YONG SUN, ASST CHIEF, RESPECTIVELY OF WATER 

AND SEWAGE DIVISION WHERE HE REPORTEDLY ANTAGONIZED 
THE CHIEF. HE DID NOT OBTAIN COMMITMENT TO HAVE 

PRESTRESSED CONCRETE PIPE INCLUDED IN SPECS. HE 
LATER VISITED LEE, SUNG GEE AT EPB AND, AT LEE'S 
LIMITED OFFICIAL USE 
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SUGGESTION, RETURNED TO MONC TO MEET WITH LEE, 
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SANG KU, DIRECTOR OF HOUSING AND URBAN PLANNING. 

THIS MEETING WAS ALSO INCONCLUSIVE, WE UNDERSTAND. 
HOWEVER, WE DID NOT SEE FLYNN AGAIN PRIOR TO HIS 
DEPARTURE. FLYNN EARLIER TOLD US HE WILL ADVISE 
ADB OF RESULTS OF SEOUL VISIT. 

3. C. G. MUNGER, VP INTERNATIONAL OF AMERON, 
REPRESENTED IN KOREA BY KOREA HUME PIPE CO., ALSO 
VISITED KOREA RECENTLY TO PRESS FOR ACCEPTANCE OF 
PRESTRESSED CONCRETE PIPE. BOTH AMERON AND INTER- 
PACE ARE PREPARED TO SET UP PLANT IN KOREA TO 
PRODUCE PIPE FOR LINE. BOTH CAN PRODUCE SIZES IN 
EXCESS OF 120 INCHES MAKING POSSIBLE USE OF SINGLE 
LINE, INSTEAD OF PLANNED TWO LINES OF 88 INCHES 
EACH, WITH FURTHER POTENTIAL SAVING IN COST. 

4. WE RECOMMEND THAT ADB REQUIRE INCLUSION PRE- 
STRESSED CONCRETE PIPE IN SPECS AND THAT SPECS 
ALSO PROVIDE FOR SINGLE LINE OF EQUIVALENT TOTAL 
CAPACITY. THE LATTER SHOULD PARTICULARLY BE 
CHECKED WITH INTERNATIONAL CONSULTANT. DECON 1-16-74. 
HABIB 
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Copy: SINGLE 
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